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They call me naughty Satish, I wonder why! I just like to 
have fun. I also love to read story books!! I am 12 and 
study in Class 6. 

Thank you for buying this book. My friends and I will 
get to read many more books in our library because you 
bought this book. 



Pankaj Chaturvedi works as an editor with National Book Trust. He has 
done numerous workshops on creative writing for children and authors. 
Apart from contributing to programmes run by UNICEF and other 
organisations, he is a well known columnist for Hindi newspapers. 
He has won awards in journalism as well as creative writing. 



Ajit Narayan is a professional cartoonist who has been drawing for 
reputed publishing houses for over 14 years. As a cartoonist consultant 
for Scholastic India, he has been conducting cartoon workshops in 
schools, within and outside Delhi since the year 2000. 

He is the author of the book "Cartooning with Ajit Narayan." 





This little girl loves doing things. 

Do you? 


For more information on all our titles 
please visit www.prathambooks.org 
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